24 Hour Registration @ 403-500-4414 or 
Email at info@thesafetygroup.ca 
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First Aid 

Standard First Aid 

Standard First Aid wit CPR/AED is a 2 Day course which 
meets requirements of Workplace Health and Safety. 
Required by the Oilfield, Construction, Manufacturing, 
Massage Therapy, Teachers, Social Workers, Office 
Workers, Fire Fighters, Police Officers, EMR, NCSO/HSA, ect 



Full Course 

$130 + GST 

14 -16 Hours 

Re-Certification 

$90 + GST 

6.5 -8 Hours 

Certificate 

Standard First Aid & CPR with AED 


Validity 

3 Years 




Full Course $110 + GST 

Re-Certification N/A in Alberta 

Certificate Emergency First Aid & CPR with AED 

Validity 3 Years 


Emergency First Aid 

This 1 day course meets requirements of Workplace 
Health and Safety, and is needed for anyone who does 
not require a Standard First Aid Certificate. Ask your 
employer, if uncertain take the Standard First Aid 
Course. In Alberta you can not recertify Emergency 
First Aid and must take the full course every 3 years. 

6.5 - 8 Hours 


The Safety Group 

Evergreen Center 1103 230 Eversyde Boulevard Southwest 
Calgary, Alberta T2Y 5C8, Canada 

Phone: 403-500-4414 

E-mail: info@thesafetygroup.ca 

Web: www.thesafetygroup.ca 


